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OUTGOING TELEGRAM DIST: 
COMMO 1 
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COMDR 1 
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KA 22 0 207 -z 


29X14 per: QE Ccorcanners neporr) 


coin sto 2390 0 1302, I sesescosvcs, 


Sone FLOWN 20 AND 21 JUNE 1957, 953 AND 352, 


20X1A 2, SINCE THE TIME OF FAILURE OF THE OBLIQUE DRIVE MECHANTSM or RE on 
MISSION 1380 IS UNKNOWN OBLIQUE COVERAGE ROUTE UNDETERMINED, BUT VERTICAL 
COVERAGE WAS APPROXIMATELY THIRTY PERCENT, BECAUSE OF SHUTTER FAILURE 
AFTER 1057 EXPOSURES. MISSION 1382 COVERAGE IS APPROXIMATELY NINETY 


25X1A 
PERCENT AS A RESULT OF FATLURE SHUTTER OPERATION oF 
25X1A 3. THE > RR Peeromance was excenenr. comuntoartons 
25X1A 
ON MISSION 1380 WAS EXCELLENT, AND ON MISSION 1382 RADIO DIFFICULTY 
WAS ENCOUNTERED BUT CAN BE REMEDIED LOCALLY. FORECAST WEATHER AND 
WEATHER ON BOTH MISSIONS WAS EXCELIENT. 

4, IN SUMMATION BOTH MISSIONS WERE EXCELLENT WITH THE EXCEPTION OF THE 
25X1A GE orsrarton, ano 1 Have Expressep my THOUGHTS ON THTS ui 
25X1A 
25X1A 4636, ED oR cso, 
oe END OF MESSAGE 
25X1A 
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